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MEMORANDUM FOR THE RECORD 

SUBSUCT: CAMS Funding 

REFERENCE A: Memorandum to Director, Office of Data Processing, 
fm Director of Logistics, Subject: Facility 
Support for CAMS, dtd 12 October 1977 

REFERENCE B: Memorandum to Director, Logistics, fm Director, 


Office of Data Processing, Subject: Facilities 
Support for Project CAMS, dtd 17 November 1977 


25X1A 1. xReference A outlined a construction project for the 
- installation of CAMS equipment in the GC47 Computer Center. 


Bor construction at that time was estimated to be 
25K1A 
2. Reference 6 authorized the Of = ogistics to 
proceed with this project and provide of FY 73, QDP 
funds for that purpose. STATINTL 
3. At the request of ee -: ODP, obligations 
for this project were reviewed on eptember 1978, The purpose 


of this review wa Oo ascertain if additional ODP funds were 
needed, Was informed that HEB records indicated 
2X1Ahe foll : 
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SUBJECT: CAMS Funding 
25X1A 
STATINTL 


was inforned that MBB oc ry 7 cunas 

ed by this office for the reasons cited 

above. stated that ODP had additional monies that00%14 
they war commit now (FY 78) for hardware originally tar- 
geted in the referent memoranda for FY 79 funding. He was 
informed that the Office of Logistics could not commit 
in FY 78 for a 400 fiz Uninterruptible Power System, which was 
originally planned as a FY 


5. 


STATINTL would no 


STATINTL 


Distribution: 
Orlg. = OL/RECD/HEB Official 
- OL/RECD 
1 + OL/RECD/HEB Chrono 


STATINTL OL/RECD/HEB MMMM 1 rm/ 7543 (14 Sep 78) 
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